FIRST    PARISH    UNITARIAN  CHURCH 
Hancock   Street,   Quincy,  Mass. 
This   church   was   tJedicafed   November   12,  1828. 
It    contains   the    crypts    of    two    of    our  nation's 
PresicJents,  John  Adorns  and  his  son  John  Quincy 
Adams  and  their  wives. 

Color    Photo    by    Krcd    Jclllson.  Jr. 


PLACE 
STAMP 
HERE 


POST  CARD 

l././rfss 


M.\  1533 


7S048 


PublishecJ  by  Bromley  and  Connpany,  Inc.,  Boston  15,  Mass. 


